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2.31 «J) (1) (ii} 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

HemlACUC2,31d 1 ii 

Far prptacol 71430$ the investig^tar failed to- cpnaider allennalivea fpr [he pracedare linvglvirg ilie removal qF the 
nicitating membraoo. 

The lACUC reeds to linsure the investigator considers altemalives to the painful procedures and provides a lisi of the 
i^urce^ consulled. 

Correct from Ibis day 7.i'6i^0l & 

2.31 (e) (») 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

Hem lACUC 2,31 e3 

A| the time irepectipn a rabbif on study for pfolooel 71430S was reviewed and it wes irddeled that iFia animal was 
on a aye otudy and had its rtictitallr^ mombrano removed. Tha Inva^tgator Ir^rcatod that ItK prooeduro -was m tho 
draft protocol but a review of Ihe Full approved profocoJ and its amendments did noi have Ibis procedure in the 
approved prolotiol. 

The lACUC needs to have the Investl^lor submit tbe protocol including all procedures and tbe lACUC musi 
approve alt activities in the prot-ocol- 

Cwreef from this day 7^6/2016 


2.33 (t>) (5) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE, 

Hem Vet Care 2.33 b S 

At the tiiTie of inspection the investi^alrjr tgr protocol 7 1 43$$ lindicates the rebbrt wall be monitored For procedures, bu| 
thay are no records for monrtonng frta rabblis dunng fha procedures to shew that iTia animals were under proper 
deplhi and not feeling any pain, 

Medical reearda needs be be maintained to insure the animal is urrder proper care dunng the procedure and noi 
feeling any pain post cperatively . 

Carrecl From thig day 7.^16 
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3.53 (a) (1) 

Pfl(NARy EMCLOSURES, 

Hem Rrimary enclosufes 3.53 a1 

In Sepl pt 2{11 5- a radtift able to wadge hlm^lt in tha vprtinel grill pppning^ qF iFta Frpnl dqpr panel pi Fiia 
The tacllity hiad to cul the door to tree me ammal, but upon release irte enlmal eicptred. Ne other rabbits 
housed in similar rabbit cages were banmed. 

Facility insiiiuled e ra^^w oF all rabbii cages and transFerred rabbits td cages with rkFlereni Front dPcr panels. 
There nave been no Further incidenis cl this rtalure. 

Facility needs to continue to monitor the primary enclosures. 

Corrected beFora end oF inspeclidn 


Inspection took place over 2 days 7/5-&2CH& 
Exit interview look place at the end of inspection 
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(b)(e), (b)(7)(c) 
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